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The week’s most consequential AI tools releases.
1. vLLM
vLLM’s new vllm-metal brings vLLM’s scheduler, paged KV cache, OpenAI-compatible server, structured outputs, LoRA, speculative decoding, and hybrid-attention support to Apple Silicon via MLX and Metal. That makes a serious local serving stack available on Macs while the core v0.30 release also adds Fast Start IPC weight caching, HiSparse KV offload, scale-out endpoints, new model support, and RL sampling-mask returns.
vllm-metal v0.28.0 brings vLLM's scheduler, paged KV cache, and OpenAI-compatible server to Apple Silicon via MLX and Metal.⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠
Read the source
2. Docker Sandboxes
Cloud Sandboxes lets teams launch and migrate microVM-isolated coding-agent environments onto Docker-managed cloud compute with the same CLI, centralized MCP access, secrets proxying, and network policy controls. That closes a real operations gap for running many agent sandboxes without provisioning machines or exposing raw credentials.
Docker Sandboxes gains Cloud Sandboxes: cloud-hosted microVM agents, `sbx --cloud run`, and `sbx move --to cloud` in one CLI.⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠
Read the source
3. LangSmith
LangSmith can now turn production agent trajectories into supervised fine-tuning datasets, train open models through Baseten or Fireworks, evaluate them in LangSmith, and deploy the tuned model with the new `smithtune` CLI. The same release also adds trajectory-level review/eval views, Engine v2 red teaming from production traces and repos, Managed Deep Agents user memory, built-in web search, and Custom Apps.
LangSmith launches Fine-Tuning with the `smithtune` CLI to turn agent trajectories into custom fine-tuned models via Fireworks or Baseten.⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠
Read the source
4. Cursor
Cursor now ships PR automation bots that do whole-codebase security review and deployment health monitoring against telemetry, including attack paths, proposed fixes, rollout regression detection, and configurable actions like pausing a rollout or opening a revert PR. This moves coding-agent tooling from code generation into post-PR verification and release operations.
Cursor: Enables Rollouts and Security Reviewer bots from the 'automations tab' in Teams and Enterprise plans.⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠
Read the source
5. NVIDIA Dynamo
NVIDIA Dynamo adds a standalone Sidecar that runs beside stock SGLang, TensorRT-LLM, or vLLM engines over their native gRPC APIs, bringing Dynamo routing, KV indexing, TLS/mTLS transport, and pipeline features without rewriting the engine. The release also adds pluggable router policies, tiered KV indexing, a Triton backend for non-LLM models, image/audio/video handling, and new Kubernetes/operator capabilities.
Dynamo v1.5.0 adds pluggable router policies, tiered KV indexing, TLS on all transports, a Triton backend, and a standalone Sidecar for stock inference engines.⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠⁠︀︄︇︀︅︉︀︅︀︀︃︀︀︅︅︀︅︊︀︄︆︀︃︄⁠
Read the source
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